








OTTAWA TRANSPORTATION 
COMMISSION BUS 6101 


Bus 6101 is one of 12 General Motors TDH-5301 buses 
purchased in 1961 and was only the sixth 40° bus from the 
new Canadian plant. It is preserved in the OC Transpo 
collection and is seen here in 1986 on the Queen Elizabeth 
Driveway. 


L‘autobus 6101 est l'un des 12 autobus General Motors, 
modéle TDH-5301, acheté 1961. Ce n’est que le sixieme 
autobus 40’ a sortir de la nouvelle usine Canadienne de cette 
société. Il fait partide la collection d'OC Transpo. On le voit ici 
sur la promenade de la Reine Elizabeth. 


post card 


NN 
a 
= 
= 
oOo 
S 
c 
o 
S 
—_— 
= 
s 
1 
A 
o 
on 
reo 
wo 
S 
co 
oO 
— 
bs 
| 
D 
~~ 
> 
OO 
eQ 
— 





DEXTER COLOUR CANADA 


A-95328-D JBC-157 Photo--Ted Wickson CORNWALL OmTARO 


